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Message Text 


UNCLASSIFIED 

PAGE 01 IAEA V 01189 171422Z 

45 

ACTION OES-05 

INFO OCT-01 10-11 ISO-00 NRC-07 /024 W 

116532 

R 171338ZFEB 76 
FM USMISSION IAEA VIENNA 
TO USERDA GERMANTOWN 
INFO SECSTATE WASHDC 7084 

UNCLAS IAEA VIENNA 1189 

EO 11652: NA 
TAGS: IAEA, TECH 

SUBJECT: REQUEST EOR DOCUMENTS EOR IAEA DIVISION OF 


NUCLEAR REACTOR SAFETY 

PASS lO/SCT 

ALSO PASS NRC 

1. OFFICER RESPONSIBLE FOR NUCLEAR REACTOR SAFETY 
R&D (R. CUSHMAN) HAS REQUESTED MISSION TO 
OBTAIN FOR HIM COPIES OF FOLLOWING DOCUMENTS: 

A) FINAL VERSION OF WASH- 1400 (RASMUSSON REPORT) 

B) STANDARD FORMAT AND CONTENTS OF SAFETY ANALYSIS 
REPORTS FOR NUCLEAR POWER PLANTS (NUREG 75/094) 

C) SAFETY ANALYSIS REPORT FOR FLOATING NUCLEAR 
POWER PLANTS (NUREG 75/100) 

D) SAFETY ANALYSIS REPORTS(S) ON BARNWELL FUEL 
REPROCESSING PLANT 

2. OFFICER WOULD ALSO APPRECIATE BEING 

PLACED ON MAILING LIST FOR NRC AND ERDA WEEKLY PRESS 
RELEASES. ADDRESS TO BE USED SHOULD BE: 
OFFICER-IN-CHARGE 
REACTOR SAFETY R&D 

DIVISION OF NUCLEAR SAFETY AND ENVIRONMENTAL 

PROTECTION 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 IAEA V 01 189 171422Z 

INTERNATIONAL ATOMIC ENERGY AGENCY 


Margaret P. Grafeid Deciassified/Reieased US Department of State EO Systematic Review 04 MAY 2006 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 

KAERNTNER RING 11, 

VIENNA, AUSTRIA 

3. MISSION REQUESTS DOCUMENTS AIR MAILED DIRECTLY TO 
ADDRESS ABOVE. TAPE 

UNCLASSIEIED 

NNN 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channei indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: DOCUMENTS, NUCLEAR REACTORS, NUCLEAR SAFETY 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 17 FEB 1976 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976IAEAV01 189 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760059-0060 
From: IAEA VIENNA 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t19760244/aaaabmhx.tel 

Line Count: 66 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION OES 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: ullricre 
Review Comment: n/a 
Review Content Flags: 

Review Date: 13 JUL 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <13 JUL 2004 by oatisao>; APPROVED <07 SEP 2004 by ullricre> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: REQUEST FOR DOCUMENTS FOR IAEA DIVISION OF NUCLEAR REACTOR SAFETY 
TAGS: TECH, IAEA 
To: ERDA 
Type: TE 
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